■ Information Menu □]□□□□□□ 


-[1 nfornation]- Nfei n - M/anced - Security - Boot - Exit - 


CPU Type 
CPU Speed 
System r^nory 
B(t ended l^nory 
HX1 Serial Mintser 
HI2 Serial Njntoer 
Systems CB Vfersi on 
0CB Nfersion 
KBC Vfersi on 
Seri al Njntoer 
/teset Tag Njntoer 
Product № 11 ® 
Nfenufacture ISbn® 


UUDMintDer 
L^N Cfevi ce 


Intel(R) Penti un(iR) 4 M)bi I e CPU X XX Gt 
xxxx M-fe 
xxx KB 
xxxxxx KB 



FLCRA TmiWI 
HTfiCH 

xxxxxxxx-xxxx-xxxx- xxxx- xxxxxxxxxxxx 
Exi st( IMPC AJdress^cx: xx: xx: xx: xx: xx) 



BIOS default 

BIOS value 

CPUTvoe 


Intel(R) PentiurrtR) 4 Mobile CPU XXXGHz 

CPUSoeed 


XXXX MHz 

System Memorv 


XXX KB 

Extended Merrurv 


XXXXXX KB 

HDD1 Serial Nurrber 


XXXXXXXXXXX 

HDD2 Serial Nurrber 


None 

System BIOS Version 


R01-XX 

VGA BIOS Version 


XXXX< 

KBC Version 


XXXX^XX 

Serial Nurrber 


XXXXXXXXXXXXXXXXXXXXXXXXXXXXXX 

Asset Taq Nurrber 



Product Narre 


FLORA 270WNV7 

Manufacture Narre 


HITACHI 

UUID Nurrter 


XXXXXXXX- XXXX- XXXX- XXXX- XXXXXXXXXXXX 

LAN Device 


Exist(MAC Address4(X:XX:XX:XX^X:XX) 


CPU Type DCPUD □□□□□□□□□ 

CPU Speed DCPUD □□□□□□□□□□ 

System Memory □ □ □ 〇 〇 □□□□□□□□□□□□□□ 
Extended Merrury □ □ □□□□□□□□□□□□□□□ 

HDD1 Serial Nurrter □ HDD1D □□□□□□□□□□□□□□□ 
HDD2 Serial Nurrter □ HDD2D □□□□□□□□□□□□□□□ 
System BIOS Version □ □ □ □ □ BIOSO □□□□□□□□□□□□ 
VGA BIOS Version □ VGA BIOSO □□□□□□□□□□□□ 
KBC Version □ KBC BIOSO □□□□□□□□□□□□ 
Serial Nurrter □□□□□□□□□□□□□□□□ 

Asset Tag Nurrter □ Asset Tag 〇 □ 〇 □□□□□□□□ 
Product Narre □□ □□□□□□□□□ 

Manufacture Narrc □□□□□□□□□□□ 

UUID Nurrter □ UUIDQ □□□□□□ 

LAN Device□□ □ _□□□□□□□□□ 


■ Main Menu [!]□□□□□□□ 


- 1 nfornati on -[I^i n]- 

M/anced - Security - Boot - Exit - 

System T1 n® 

[XX ： xx: xx] 

System CBte 

[xx/xx/xxxx] 

Boot □ spl ay 

[Both] 

Screen B(pansi on 

[D sabled] 

Qui ckBoot l^tde 

[Enabl ed] 

Startup Screen 

[D sabled] 

Boot on L/^N 
hbtkey Beep 

[D sabled] 

[Enabl ed] 

Ajto D m 

[Enabl ed] 

F12 |\iilti-Boot 

[Erabl ed] 


Main Menu 



BIOS default 

BIOS value 

System Time 


x)ooo<xm noon 23/n noon 59 / n noon 59 n 

System Date 


xx/xx/xxxxm noin 12/n noin 3 vu nxxxxn 

Boot Display 

Both 

Auto 

Screen Expansion 

Disabled 

Enabled 

OuickBoot Mode 

Enabled 

Disabled 

Statuo Screen 

Disabled 

Enabled 

Boot on LAN 

Disabled 

Enabled 

Hotkey Beeo 

Enabled 

Disabled 

Auto Dim 

Enabled 

Disabled 

F12 Multi- Boot 

Enabled 

Disabled 


SystemTimeOD □□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□ 

System Date 00 □□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□ 

Rmt ni^nOOO 0D 0 DDDDDDO 00 □□□□□□□□□□□□□□□□□□□ □□□BothdUDnnmnnO □□□□□□ □□□□□□□□ 
M yu D 0 □□□□□ DO ODAutocmnil] □□□□□□□□□□ 00□□ 

[□□□□□□□□□□□□□[□□□□□□□□□□□□□ 

ScreenExpansion 00 □□□□□□□□ □□□□□□□□□□ □□□□□□□□□ □□□□□□□□□ 

QuickBootModeOD 〇 〇 〇 □□□□□□□□□□□□□□□□□□□□ □ □□□ □ 

Startup Screen □ DisablecO □ □ □ □ □ POSTD □□□□□□□□□ 

BoctonLAN DO □□□□□□ □□□□□□□□□□□□ 000 □□ □ □□□□ 

Hotkey Beep □□□□□□ D[FnHF4] ：□□□□□□□□□□□□□□□□□□□□□□□□□□ 

Auto D_0 □□□□□□ □□ LCD0 □□□□□□□□□□□□□□□□□□□□ 

F12 Multi-Boot []F120 □□□□□□□□□ □□□□□□□□□□□ 






































■Advanced Menu [□□□□□□□ 


- 1 nfornati on - Nfei n - [M/anced] 

Security - Boot - Exit - 

Legacy □ skette A 

[1.44/1.251^ 3 V2"] 

▼ Pri nary lister 

[HTADH CK23OV30] 

▼ Secondary Nfester 

[INbne] 

▼ 01 board CEvi ce Q)nf i gurati on 


Vttke on L/^N fromSS 

[Enabl ed] 

Reset Cbrfi gurati on C&ta 

[INb] 

CPU Power Nfenagerant Mxle 
fiC Powered 

Battery Powered 

[/y ； o] 

[Nhx Perf or nance] 

[Nhx Batt] 

EntDedded Share Nfenary 

[16M 



BIOS default 

BIOS value 

Legacy Diskette A: 

1.44/ 1.25MB 3 
V2" 

Disabled 

Prirrarv Master 


[HITACHI DK23CA-301 

Secondary Master 


None 

OnBoard Device Conficiuration 



V\feke on LAN from S5 

Enabled 

Disabled 

Reset Confiquration Data: 

No 

Yes 

CPU Pov^r Manaqement Mode 

Auto 

Disabled 

AC Povvered 

Max Perforrrancc 

Batt ODtirrizec^ Max Batt/Autorratic 

Batterv Pov\ered 

Max Batt 

Autorratic/ Max Perfonrance/ Batt ODtirrized 

Errtedded Share Merrorv 

16M 

32M 


LegacyDisketteA：ODDOOAOD □ □□□FDO □□□□□□□□□□ 

Primary Master □ [Prirrary Master ] 口 □□□□□□□□ 

Secondary Master □□□□□□□□□□□□□□□□□□□□□□□□ 

OnBoard Device Configuration □ □ □□ □□□□□□□□□□□□□□□□□□□ 

說 eon LAN fromS5 □□□□□□ □ □□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□ 
Reset Configuration Data □□□□□□□□□□□□□□□□□□□ 

CPU Pov\er Mana^ment Mode 〇 CPU 口 □□□□□□□□□□□ 

AC Poured QACD □ □ □ CPUD □□□□□□□□□□□ 

Battery Pov^red □ BatteryD □ □ □ CPU 口 □□□□□□□□□□□ 

Errtedded Share Memory □□□□ 〇〇 □□ □□□□□□□□□□ 


■ IDE Primary Master Inforrration DHDDn □ □ □ □ □ 


-[M/anced] - 




Type: 

[/y ： o] 

Mil ti-Sector Transfers: 

[16 Sectors] 

LB^ Mxte Control : 

[Eabled] 

32 Bt l/Q 

Transfer Mxte: 

[Eabled] 

[Fast PI0 4] 

Utra CM\ Mxte: 

[Hxie 4] 



BIOS default 

BIOS value 

Tvoe 

Auto 

Auto 

Mdti- Sector T ransfers 


□ □□□□□_□ 

LBA Mode Control 


32 Bit I/O 


Transfer Mode 


Ultra DMA Mode 



Type□ PrirraryMasterO □ □ □□ □ □□□□OAutod] □□□□□□□□□□□□ 

Multi- Sector Transfers □ 

LBA Control □□□□□□□□□□□□□□□□□□□□□ 

TrareferMode □ D D □ □ D □□□□□□□□□□□□□□□□□□□□□□□□□□□ DO □ □ 

Ultra DMA Mode □， 


■ IDE Secondary Master Information □]□□□□□□□□ 


-[M/anced] - 


Type: 

Milti-Sector Transfers: 
LB^ l^tide Control : 

32 Bt l/Q 
Transfer Mxte: 

U tra [M r^de: 


Secondary lister [xxxxx] 
[Ajto] 

[16 Sectors] 
[Eabled] 

[Eabled] 

[Fast PI0 4] 
[Mxte 2] 


Seconctarv Master Irfonration 



BIOS default 

BIOS value 

Tvoe 

Auto 

Auto 

Multi- Sector T ransfers 



LBA Mode Control 


32 Bit I/O 


Transfer Mode 


Ultra DMA Mode 



Type □□□□□□□□□ □□□ 

Multi- Sector Transfers □ 

LBA Mo^Cortrol ^ □□□□□□□□□□□□□□□□□□□□□□□□□□□□口 

TrareferModeD □ 園□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□口 
Ultra DMA Mode □. 
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■Onboard Devices Configuration Menu HI □□□□□□口 


-[M/anced] - 

ChBoard C&vi ce Cbnf i gurati on. 

Serial Port: 

[Enabl ed] 

Base I/O/Address: 

[3F8] 

1 nterrupt: 

[IRQ 4] 

Parallel Port: 

[Enabl ed] 

Mxte: 

[S - di recti onal ] 

Base I/O Address: 

[378] 

1 nterrupt: 

[IRQ 7] 



BIOS default 

BIOS value 

Serial Port 

Enabled 

Disabled 

Base I/O Address 

3F8 

2F8/3E8/2E8 

IntemJDt 

IR0 4 

IR0 3 

Parallel Port 

Enabled 

Disabled 

Mode 

Bi- directional 

ECP/ Output onlv 

Base I/O Address 

378 

278/3BC 

IntemJDt 

IR0 7 

IR0 5 


Serial Port □_□□□□□□□□□□□□□□ □□□□□□□□□ 
Base I/O Address □□ □□ □□□□□□□□□□□□□□□□ 

Interrupt □□□□□ □□□□ IRQDD □ □□□ □ 

Parallel Port □□ □□□□□□□□□□□□□□□□□□□□□□ 
ModeQD □□□□□□□□□□□□□□□□□□□ 

Base I/O Address □□ □□□□□□□□□□□□□□□□□□ 

Interrupt □□ □□□□□□□ IRQD □□□□□ □ 


■Security Menu (□□□□□□□□□口 


- 1 nfornati on - l^i n - M/anced 

-[Security]- Boot - Exit - 

Set Supervi sor Password 

[Enter] 

Set Lber Password 

[Enter] 

Passvvord on boot 

[D sabled] 

Set Pri nary hbrd □ sk PassvvDrd 

[Enter] 

I/O Securi ty 

LBB 

[Enabled] 

Ajdi o 

[Enabled] 

1 EEE1394 

[Enabl ed] 

l^tidem 

[Enabl ed] 

Seri al Port 

[Enabl ed] 

Paral 1 el Port 

[Erabl ed] 

Legacy □ skette A 

[Erabl ed] 



BIOS default 

BIOS value 

Set Supervisor Password 


Enter 

Set User PassvwDrd 


Enter 

Password on boot 

Disabled 

Enabled 

Set Prirrarv Hard Disk Passvvord 


Enter 

USB 

Enabled 

Disabled 

Audio 

Enabled 

Disabled 

IEEE1394 

Enabled 

Disabled 

Modem 

Enabled 

Disabled 

Serial Port 

Enabled 

Disabled 

Parallel Port 

Enabled 

Disabled 

Leaacv Diskette A 

Enabled 

Disabled 


Set Supervisor Password □□□□□□□□□□□□□□□□□□□□□□ 

Set User Password □□ □□□□□□□□□□□□□□□□ 

□ □ DSupervisorPassvwDrcd □□□□□□ DDUserPassvwDrcO □□□□□□□□ 

□User PasswarcC □□□□□□□□□□□□ SETUPODDD □□□□□□□□□□□□ 

System Time/System Dat ざ Boot Display/Screen ExpansiorV User PassvwDrd 
/ Exit Saving Changes/ Exit Discarding Changes/ Discard Changes/ Save Changes 
Passed on boot □□□□□□□□□□□□□□□□□□□ 

□ □ DSupervisorPassv\orc|] □□□□□□ □□PassvwDrdonbootO □□□□□□□□ 

Set PrimaryHardDiskPassv^rdDD 0 00 □□□□ □□□□□□□□ ODD 00 0 0 DODO □□□□□□□ □□□□□□ □□□□□□□ □□□□□□□ 
USB □ USBQ □□□□□□□□□□□□□□□□□□ 

Audio DAudioG □□□□□□□□□□□□□□□□□□ 

IEEE1394 □ IEEE13940 □□□□□□□□□□□□□□□□□□ 

Modem □ Moderrj] □ □□□□□□□□□□□□□□□□□ 

Serial Port □□□□□□□ □□□□□□□□□□□□□□□□□□□□□ 

Parallel Port □□ □□□□□□□□□□□□□□□□□□□□□□□□□ 

Le^cy Diskette AQ FDDQ □□□□□□□□□□□□□□□□□□ 


■ Boot Menu (口 □□□□□口 


- I nfornati on - Nfei n - M/anced - Security - [Boot]- Exit - 
Boot Pri ori ty f romS5 [ISbrnal ] 

▼ Boot Sequence 


Boot Menu 



BIOS default 

BIOS value 

Boot Prioritv from S5 

NoittbI 

LAN 

Boot Sequence 


rBoot seauencein nnnnnnnnnn 


Bex* Priority from S5QS5(0 LAN BootO □ □ □□□□□□□□□□□□□□ 

□\lonral:Boot SequenceO □□□□□□ S5[| □□□□□□□□ 

[JAN:S5Q □□□□□□ LAN BootO □□□□□□□ 

Boot Sequence □ [Boot Sequence]^ □□□□□□□□ 
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■ Boot Sequence (□□□□□□□□口 


Sh □□□□□□□ □□□□□□□□□□□□□□□□□□□□□□□□□□ □□□□□□□ 


■ Exit Menu (□□□□□□口 


- 1 nfornation - Nfei n - M/anced - Security - Be 

xl-[Exit]- 

Exi t Savi ng Changes 


Exit Dscardi ng Changes 


Load Setup Ctefaul ts 


□ scard Changes 


Save Changes 



-[Boot]- 

.Boot Sequence 

Hftenovabl e Cfevi ces 
CDRCM D1 ve 
仙 rd D*i ve 


RenDvable Devices 
CD- ROM Drive 
Hard Drive 


Exitsaving Changes □□□□□□□ 00 □-□□□□□□ □□□□□□□ DO □□□□□□□□□□□□□□□ □□□□□□□□ 

Exit Discarding Changes □□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□ □□□□□□ 

□ □[□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□cm 

□ □ aVeslD □□□□□□□□□□□□□□□□□□□□□□□□□□ 

Load Setup Defaults □□□□□□□□□□□□□□□□□□□□□□□□□□□□ 

Q □ D[Load Setup Defaults ] 口 □□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□□口 

Discard Changes □□ □□□□□□□□□□□□□□□□□□□□□□□ 

Save ChangesDO ODD □□ DO 000 0 0 □□□□□□ □□□□□□□□ 
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